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duty. Lord Cornwallis, however, came out some time after the tents were pitched, and became extremely uneasy at his position. He sent for me," complained of it, and said it was exactly one to be insulted in. He rode out, and pointed out the places where strong picquets must be placed. General Campbell was general officer of the day. Corn-wallis showed him where the picquets on the right must be placed, and he directed me to take care of those in front. I never saw anybody more uneasy.
I rose next morning two hours before daylight, and sent patrols of cavalry along the different roads in front of the picquets, and I went to and remained with the picquets till broad daylight. When out I received a note from one of his aides-de-camp that his Lordship wished me to change my camp. As I did not think that I perfectly understood what was meant, I rode over to headquarters. Lord Cornwallis sent for me to his bedside. He said he had not slept a wink the whole night, and he had not nerves to remain another in such a camp. He explained in what manner he wished me to change that of nay corps, and told me that the rest of the army would change their position in the course of the day. It was necessary to halt a day upon account of the 2nd and 2pth Regiments, which had marched without stopping from Wexford. The army changed to a more forward position, which certainly was not good; a good one was not to be found, but it was so far better than the former, that we had at least elbow room. The corps under Brigadier-General Taylor at Boyle was considered too weak; General Lake was detached to command it, and took with him the Red Fencibles, Armagh Militia, and sixty men of the Roxburgh Dragoons. We remained here all the 2nd of September; the army was divided into three brigades.
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